FIRST  PARISH  CHURCH 
218  Central  Ave. 
Dover,  New  Hampshire 

Dedicated  on  December  31,  1829,  this  is  the  fifth  meeting  house 
of  the  First  Parish  Church.  It  was  constructed  at  a  cost  of  $1 3,000 
and  has  a  146  foot  steeple. 
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Colour  by  R.  8.  Lenfest 


